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Industrial 

Keep the machines running and stay on schedule with industrial electrical services 
from us. Before we do any maintenance or repairs, we troubleshoot to identify the 
problems. Service includes: 



Interior and Exterior Light Fixture Installation \ Main and Sub Panels \ Branch Circuit 
(Equipment Connection) / Controls Panel Installation 



Commercial 

Rockhill Electrical Systems helps you efficiently run 
your commercial property, too. We can handle parking 
lot doors, power drops for power poles, dedicated 
electrical circuits for computers, Cat 5 wiring, lighting 
control systems, and even door buzzers. To ensure 
everything stays in working order, maintenance is also 
provided. Our client list includes some of the best known 
organizations in the area, including: 






The same quality work we provide to our commercial and industrial clients is also 
available for homeowners. We keep your electricity flowing safely with services that 
include: 




❖ New Service and Upgrades 

❖ Air-Conditioning 

❖ Security Lighting 

❖ Computer and Other Dedicated 
Circuits 

❖ Power Surge Protectors 

❖ Remodels and Basement Finishes 

❖ Appliance Installation 



❖ Smoke Alarms 

❖ Cos Detectors 

❖ Ceiling Fans 



The Olympic Training Center 



Griffis/Blessing Property Management® 



Williams Kopenhafer and Keller CPAs 



Colorado College 



U.S. Bank® 



America Home Warranty 



Gordon Signs 



Service Engineers 



Ford Credit Union 




For more information please visit site 



ww. rockh illelectrica 





Rockhill Electrical Systems Inc. 
1410 W Vermijo Avenue 
Colorado Springs, CO 80904-4039 



